TerraLUX" MiniStarl 

Four LED Upgrade Kit For the Mini Maglite® 



Features 

• Almost Indestructible 

• 4SUPER-bright LEDs 

• Extends Battery Life 15X 

• Easy MiniMag® Upgrade 

• Never Needs Replacing 

• Pure White Light 

• Consistent Brightness 
and Color Regardless of | 
Battery Condition 

• Wide Angle (120 degree) 1 
Light Pattern with 
central spot 

• Best Cost for Performance 



This exploded view of the MiniMag 2AA flashlight shows the parts contained in the upgrade kit. 




Specifications 

16 Lumen Light Output 

15 hours on 2AA's 

Lifetime LED 
Performance! 

Custom Reflector 
Made in USA 



TerraLUX Inc. 
1448 Carriage Hills Dr., Boulder, CO 
80302 

Toll Free: (866)498-1564 Phone: 
(303) 442-4960 Fax: 303-942-3584 
Email: info@TerraLUXCorp.com 



4. 



What are the Benefits of the TerraLUX MiniStarl ? 

Brighter fight, whiter fight and constant fight output comes 
from the combination of the FOUR 3 mm LEDs and the 
PowerPush power management circuitry. The Four LEDs 
generate approximately 16 Lumens of light output , while the 
PowerPush circuit keeps it running at top performance even 
as the batteries get run down. 

Longer battery life results from the PowerPush Circuit built 
into the unit which completely utilizes the power from the 
batteries, while maintaining constant light output. If there's 
juice... it will light 2AA batteries will power your MiniMag 
for 15 continuous hours compared to barely 1 hour for the 
standard incandescent bulb 

Indestructible LED performance and lifetime operation. 
Unlike incandescent bulbs, LEDs do not just "burn out". This 
is likely to be the last bulb you will ever need to buy. 
Wide Angle coverage from the LEDs yields a beam spread of 
120°. A center hot spot means you have a bright central light 
cone but still have excellent visibility all around you. 



TerraLUX is not affiliated with Mag Instrument, Inc., which owns the Maglite® and Mini Maglite® trade- 
marks and the trademark shape, style and overall appearance of the Mini Maglite® flashlight. Mag Instru- 
ment's trademarks are here used only to identify the flashlight with which TerraLUX intends its upgrade to 
work. The TerraLUX Light Engine is not made, endorsed or sponsored by Mag Instruments, Inc. 



© 2003, 2004 TerraLUX Incorporated 
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The chart above compares the light output of a standard MiniMag incandescent bulb to the 
MiniStaM. The light intensity (vertical axis) has been adjusted so that "1" is the initial inten- 
sity of the MiniStaM. Note that the incandescent bulb usually burns out after two sets of AA 
batteries, A REAL PAIN! 



TerraLUX Product Line-up 
The Broadest Selection of LED Replacement Bulbs in the Industry 





TLE-1 


TLE-2 


TLE-3 


TLE-4W 


TLE-5 


TLE-6 




Spot Miser 


Broad Miser 


QuadStar 


MiniStarl 


MiniStar2 


MaxStar2 


Application 


General Usage, 


Camping Lan- 


Flashlight, 


MiniMag Re- 


MiniMag Re- 


High Intensity 




Emergency Light 


tern, Wide Pat- 
tern 


headlamp 


placement 


placement 


Flashlight 


Batteries 


1 to 4 Cells 


1 to 4 Cells 


1 to 4 Cells 


2 AA 


2 AA 


2- 4 Cells 


Light Output 


1 .7 Lumens 


4.3 Lumens 


4 Lumens 


16 Lumens 


25 Lumens 


50 Lumens 


Battery Life 


>48 hours, 4AA 


>33 hours 4AA 


>24 hours 4 


>12 hours 2AA 


>6 hours 2AA 


>24 hours 3D 






AA 
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